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(This notice is NOT to be filed in Agency 
manuals. Please destroy after reading.) 25X1A 


PERSONNEL eenemied 


7 June 1972 


ANNOUNCEMENT OF APPOINTMENT TO KEY POSITION 


OFFICE OF THE DIRECTOR 


Effective 19 June 1977 ME is sppointed STATINTL 


Special Assistant to the Executive Director-Comptroller for 


Information Control. 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


JOHN W. COFFEY 
Deputy Director 
for Support 


DISTRIBUTION: AB 
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